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94, 8:37 

-ANZ Traveling Fellowship for 2011 announced, 94, 
9:41 

-ANZ Travelling Fellow selected for 2010, 94, 4:42 

-The Clowes ACS/AAST/NIGMS Mentored Clinical 
Scientist Development Award available, 94, 9:43 

-Faculty research fellowships offered for 2010-2012, 
94, 8:36 

—Germany Traveling Fellow selected for 2010, 94, 9:35 

—International Guest Scholarships available for 2010, 
94, 5:52 

-Martin, Carrico Faculty Research Fellowships award- 
ed by College, 94, 5:48 

—Oweida Scholarship availability announced, 94, 8:34 

—Report of the 2008 ACS Traveling Fellow to Germany 
(Renz), 94, 4:43 

—-Report of the 2008 Oweida Scholar: Experiences at 
Clinical Congress (Breon), 94, 3:46 

—Report of the 2009 ACS Germany Traveling Fellow 
(Santucci), 94, 8:40 

—Report of the 2009 Australia and New Zealand Travel- 
ing Fellow (Bold), 94, 10:27 

—-Report of the 2009 Japan Traveling Fellow (Ferri), 
94, 9:44 

—Resident Research Scholarships for 2009 awarded, 
94, 5:49 

Statements 

—Position of the American College of Surgeons on 
Restrictions on Resident Work Hours (American 
College of Surgeons Division of Education), 94, 1:11 

—Position statement on further work hour restrictions 
(Moalem, Brewster, James), 94, 1:19 

—Statement on all-terrain vehicle injuries, 94, 2:37 

—Statement on guidelines for collaboration of industry 
and surgical organizations in support of continuing 
education, 94, 2:39 

—Statement on medical and surgical tourism, 94, 4:26 

—Statement on the rationale for emergency surgical 
call support, 94, 1:44 

—Statement on surgical patient safety, 94, 1:46 

-Statement on the Uniform Emergency Volunteer 
Health Practitioners Act, 94, 1:48 

Surgeons Diversified Investment Fund (see also 
FINANCE) 

—From my perspective (Russell), 94, 5:4 

—Surgeons Diversified Investment Fund—Market com- 
mentary 3Q2008, 94, 1:66 

-Surgeons Diversified Investment Fund’s third quar- 
ter 2008 performance report, 94, 1:67 

Trauma (see also TRAUMA) 

—2009 COT award winners announced, 94, 10:33 

-2009 COT Residents Trauma Papers Competition 
winners announced, 94, 10:34 
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-Advanced Trauma Life Support® and Prehospital 
Trauma Life Support® on the road: An educational 
imperative (Chehardy; Clanton; Greiffenstein; Mc- 
Swain, Jr.; Duchesne), 94, 3:23 

-The Clowes ACS/AAST/NIGMS Mentored Clinical 
Scientist Development Award available, 94, 9:43 

-COT accepting submissions for 2010 Resident Trau- 
ma Papers Competition, 94, 9:35 

-NTDB?® data points: 2008: V8 for kids (Fantus, Na- 
thens), 94, 2:53 

-NTDB? data points: Annual Report 2008: Don’t over- 
look the appendix (Fantus, Fildes), 94, 3:55 

-NTDB? data points: Annual Report 2008: V8 for 2008 
(Fantus, Nathens), 94, 1:70 

-NTDB?® data points: Falling down (Fantus), 94, 7:67 

-NTDB? data points: How complicated is it? (Fantus), 
94, 4:55 

-NTDB?® data points: Incoming (Fantus), 94, 12:31 

-NTDB? data points: Indirect route (Fantus), 94, 11:51 

-NTDB?® data points: Older but wiser vs. helmetless 
and lifeless (Fantus), 94, 8:50 

-NTDB? data points: Planes, trains, and automobiles 
(Fantus), 94, 10:44 

-NTDB® data points: Trespassers beware (Fantus), 
94, 9:63 

-NTDB® data points: Underage and under the influ- 
ence (Fantus), 94, 5:63 

-NTDB?® data points: The University of Alcohol (Fan- 
tus), 94, 6:59 

-Trauma meetings calendar, 94, 1:66, 2:42, 3:41, 4:52, 
6:55, 8:56, 9:61, 10:39, 11:43 

Young Fellows Association 

-ACS forms a new group to meet the unique needs of 
young Fellows (Schneidman), 94, 8:32 

AMERICAN MEDICAL ASSOCIATION 

College nominates Dr. Reiling to AMA Council on 
Medical Education, 94, 6:55 

Issues and policies addressed at the AMA Interim HOD 
meeting (Sutton), 94, 3:43 

Report on the 2009 AMA HOD meeting (Sutton), 94, 


9:37 
B 


BLOOD-BORNE PATHOGENS (see OPERATING 
ROOM ENVIRONMENT) 


C 


CANCER (see also AMERICAN COLLEGE OF 
SURGEONS: Commission on Cancer, and 
AMERICAN COLLEGE OF SURGEONS: Ameri- 

can College of Surgeons Oncology Group) 


Subject index 


SGO annual meeting on women’s cancer webcast now 
available, 94, 8:56 

CLINICAL TRIALS (see AMERICAN COLLEGE 
OF SURGEONS: American College of Surgeons 
Oncology Group and SURGICAL RESEARCH) 

CURRENT PROCEDURAL TERMINOLOGY 
(CPT) (see also PRACTICE MANAGEMENT and 
REIMBURSEMENT) 

Current Procedure Terminology: Changes for 2009 
(Bothe, Jr.; Barney; Mariani), 94, 1:29 

Red tape 101: Coding and credentialing: Getting past 
the red tape to maximize your practice (Cooke, Sme- 
dra, Broghammer), 94, 6:19 

Socioeconomic tips: ACS Coding Hotline: Operative re- 
port questions (Preskitt; Bothe, Jr.; Barney; Savarise; 
Mariani), 94, 7:52 

Socioeconomic tips: Coding issues related to the global 
surgery period (Mariani), 94, 3:36 

Socioeconomic tips: Complex abdominal repairs (Sava- 
rise, Senkowski, Barney), 94, 11:34 


EDITORIAL 

10,000 operations: Musings of a general surgeon 
(White), 94, 8:6 

From my perspective (Russell), 94, 1:4 (anticipating 
policy changes in health care); 2:4 (likely health 
policy reforms); 3:4 (clinical scholars programs); 4:4 
(ACS response to Obama administration’s plans for 
health care reform); 5:4 (liquidation of the SDIF); 
6:4 (preparing young surgeons for a changed practice 
environment); 7:4 (disparities in care); 8:4 (possible 
effects of the major health care reform proposals); 
9:4 (surgeons as leaders of multidisciplinary teams); 
10:4 (the intersection of medicine and business); 11:4 
(overview of ACS accomplishments from the last 10 
years); 12:4 (the future of surgery) 

Health care reform: We all have a dog in this hunt 
(Warshaw), 94, 9:18 

EDUCATION AND TRAINING (see also AMERI- 
CAN COLLEGE OF SURGEONS: Resident 
and Associate Society (RAS-ACS) and YOUNG 
SURGEONS) 

ACS-developed curriculum is becoming a centerpiece of 
training in ethics (Schneidman), 94, 3:11 

ACS promotes the six competencies of the Accreditation 
Council for Graduate Medical Education (Palmer, 
Stams, Russell, Harken, Britt), 94, 7:16 

From my perspective (Russell), 94, 10:4 

Generally speaking: Is the role of the general surgeon 
obsolete? (Swain), 94, 10:23 

The IVUMed Resident Scholar Program: Aiming to 
“Teach one, reach many” (deVries), 94, 2:30 
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Postgraduate palliative medicine training for the sur- 
geon: An update on ABMS subspecialty certification 
(Adolph, Dunn), 94, 2:6 

Presidential Address: Professionalism in the 21st cen- 
tury (McGinnis, Jr.), 94, 12:8 

The problem of self-determination of professionalism 
and ethics (Buchwald), 94, 4:8 

Requiem for the general surgeon: The end of an era 
(Who will repair that hernia now?) (Kasotakis), 94, 
10:29 

Statement on guidelines for collaboration of industry 
and surgical organizations in support of continuing 
education, 94, 2:39 

ETHICS 

ACS-developed curriculum is becoming a centerpiece of 
training in ethics (Schneidman), 94, 3:11 

One-year surgical ethics fellowship available, 94, 3:47 

The problem of self-determination of professionalism 
and ethics (Buchwald), 94, 4:8 

Statement on guidelines for collaboration of industry 
and surgical organizations in support of continuing 
education, 94, 2:39 

EVIDENCE-BASED MEDICINE (see QUALITY 
OF CARE) 


FINANCE (see AMERICAN COLLEGE OF SUR- 
GEONS: Surgeons Diversified Investment 
Fund) 

FUTURE OF SURGERY 

From my perspective (Russell), 94, 10:4, 12:4 

Presidential Address: Professionalism in the 21st cen- 
tury (McGinnis, Jr.), 94, 12:8 


G 


GLOBAL HEALTH CARE (see also MEDICAL 
TOURISM) 

Bridging the gap between public health and surgery: 
Access to surgical care in low- and middle-income 
countries (Ozgediz; Dunbar; Mock; Cherian; Rogers, 
Jr.; Riviello; Meara; Jamison; Macfarlane; Burkle, Jr.; 
McQueen), 94, 5:14 

GUIDELINES AND STANDARDS (see THE 
JOINT COMMISSION) 


H 


HEALTH CARE REFORM (see also PAY FOR 
PERFORMANCE and REIMBURSEMENT) 
Does the U.S. have the best health care system in the 


worid? (Wenger), 94, 7:8 
From my perspective (Russell), 94, 1:4, 2:4, 4:4, 8:4 
Health care reform: We all have a dog in this hunt 

(Warshaw), 94, 9:18 
HISTORY (see AMERICAN COLLEGE OF SUR- 

GEONS: Archives) 

HOSPITALS 
Governors’ Committee on Surgical Practice in Hospitals 

and Ambulatory Settings: An update (Burns), 94, 8:22 
What surgeons should know about...The FY 2010 

Inpatient Prospective Payment System final rule 

(Ollapally), 94, 12:6 


IN MEMORIAM 

A combat surgeon remembered: MAJ John P. Pryor, 
MD, FACS (Regnier), 94, 5:8 

In memoriam: Former ACS Director Paul A. Ebert, MD, 
FACS (Mavroudis), 94, 7:54 

In memoriam: Shukri F. Khuri, MD, FACS: May 27, 
1943-September 26, 2008 (Itani), 94, 2:43 

In memoriam: David Coston Sabiston, Jr., MD, FACS: 
October 4, 1924—January 26, 2009 (Hanlon), 94, 5:39 

INFORMATICS (see also AMERICAN COLLEGE 
OF SURGEONS: Informatics) 

SGO annual meeting on women’s cancer webcast now 
available, 94, 8:56 

What surgeons should know about... The CMS Electron- 
ic Prescribing Incentive Program (Burley), 94, 5:6 

What surgeons should know about...The HIT incen- 
tives in the ARRA (McCanless Blankenburg), 94, 6:6 


J 


THE JOINT COMMISSION 

A look at The Joint Commission: ASC standards change, 
94, 8:49 

A look at The Joint Commission: Alert warns of blood 
thinner deaths and overdoses, 94, 2:50 

A look at The Joint Commission: CMS recognizes Joint 
Commission ASC accreditation, 94, 3:53 

A look at The Joint Commission: Campaign helps 
parents “speak up” to prevent errors in their child’s 
care, 94, 10:42 

A look at The Joint Commission: Center for Transform- 
ing Healthcare takes aim at patient safety failures, 
94, 11:45 

A look at The Joint Commission: Improve hand hygiene 
with free monograph, 94, 7:63 

A look at The Joint Commission: Late NSQIP leader 


receives Ernest Amory Codman Individual Award, 
94, 1:71 
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A look at The Joint Commission: New alert focuses 
on leadership’s role, 94, 12:27 

A look at The Joint Commission: New approach to 
sterilization, 94, 9:51 

A look at The Joint Commission: New for 2009: Ac- 
creditation decision methodology changes, 94, 5:53 

Alook at The Joint Commission: Preventing technology- 
related heath care errors, 94, 4:51 

A look at The Joint Commission: WHO Surgical 
Safety Checklist in comparison with Universal 
Protocol, 94, 6:49 

Dr. McGrath named ACS commissioner to The Joint 
Commission, 94, 2:42 


LEGISLATIVE AND GOVERNMENT ISSUES 
(see also HEALTH INSURANCE PORTABILI- 
TY AND ACCOUNTABILITY ACT, MEDICARE/ 
MEDICAID, and REIMBURSEMENT) 

Federal 

-Advocacy advisor: Lobby laws (Baker, Hedstrom), 
94, 4:33 

-The 111th Congress is ready to tackle health care 
issues (Blankenburg), 94, 3:18 

-What surgeons should know about...The HIT in- 
centives in the ARRA (McCanless Blankenburg), 
94, 6:6 

State 

-2009 state legislative activity: Highlights from 
across the country (Baker), 94, 11:16 

—Advocacy advisor: Lobby laws (Baker, Hedstrom), 


94, 4:33 
M 


MANPOWER ISSUES (see WORKFORCE IS- 
SUES) 

MEDICAL TOURISM 

Medical and surgical tourism: The new world of 
health care globalization and what it means for the 
practicing surgeon (Unti), 94, 4:18 

Statement on medical and surgical tourism, 94, 4:26 

MEDICARE/MEDICAID (see also CURRENT 
PROCEDURAL TERMINOLOGY and PER- 
FORMANCE MEASUREMENT and REIM- 
BURSEMENT) 

New College Web site centers on E-prescribing Incen- 
tive Program, 94, 4:36 

What surgeons should know about...The CMS Elec- 
tronic Prescribing Incentive Program (Burley), 
94, 5:6 

MENTORSHIP (see also AMERICAN COLLEGE 


Subject index 


OF SURGEONS: Resident and Association 
Society of the American College of Surgeons 
(RAS-ACS) and YOUNG SURGEONS) 
Mentorship program designed to advance women in 
academic surgery (Butcher), 94, 10:6 
MILITARY SURGERY (see OUTREACH and 
TRAUMA) 


OBSTETRICS AND GYNECOLOGY 

SGO annual meeting on women’s cancer webcast now 
available, 94, 8:56 

OPERATING ROOM ENVIRONMENT 

Governors’ Committee on Surgical Infections and 
Environmental Risk: An update (Maker), 94, 9:24 

Prevention of retained foreign objects (Brisson), 94, 
11:28 

The surgical mask has its first performance stan- 
dard—A century after it was introduced (Belkin), 
94, 12:22 

OPERATION GIVING BACK (see VOLUNTEER- 
ISM) 

ORTHOPAEDIC SURGERY 

Amputee network provides peer support (Butcher), 
94, 9:20 

OUTREACH (see also VOLUNTEERISM) 

Pacific Partnership 2008: U.S. Navy Fellows provide 
humanitarian assistance in Southeast Asia (Davis, 
Douglas, Kuncir), 94, 2:14 

Surgical team partners with Bangladesh Army docs in 
second “Sight, Sound, and Smile” mission (Klem), 


94, 8:19 
P 


PALLIATIVE CARE (see also ETHICS) 

Postgraduate palliative medicine training for the sur- 
geon: An update on ABMS subspecialty certification 
(Adolph, Dunn), 94, 2:6 

Symposium on end-of-life care to be held in May, 
94, 3:45 

PATTERNS OF CARE 

ACS Practice Patterns Survey, Part III: Use of surgi- 
cal instruments and devices among surgical special- 
ties (Balch, Russell), 94, 2:24 

PATIENT EDUCATION AND PROTECTION (see 
also THE JOINT COMMISSION and QUALITY 
OF CARE) 

ACS-SQA surgical patient experience of care survey 
design project: A progress report (Hoy), 94, 4:14 
Amputee network provides peer support (Butcher), 
94, 9:20 
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CSPS issues statement on violence in the workplace, 
94, 4:34 

CSPS to co-convene symposium in May, 94, 3:47, 4:36 

Can new patients find you? The ACS Surgeon-Finder 
can help (Heneghan, Woodson-Shelby), 94, 1:54 

Medical and surgical tourism: The new world of health 
care globalization and what it means for the practic- 
ing surgeon (Unti), 94, 4:18 

A plastic surgeon comments on smoking (McGrath), 
94, 11:26 

Prevention of retained foreign objects (Brisson), 94, 
11:28 

Statement on medical and surgical tourism, 94, 4:27 

Statement on surgical patient safety, 94, 1:46 

What surgeons can do to reduce the impact of smok- 
ing on surgical outcomes (Maa, Warner, Schroeder), 
94, 11:21 

What surgeons should know about...The surgical 
CAHPS® survey (Hoy), 94, 7:6 

PAY FOR PERFORMANCE (see PERFOR- 
MANCE MEASUREMENT) 

PEER NETWORKS 

Amputee network provides peer support (Butcher), 
94, 9:20 

PERFORMANCE MEASUREMENT (see also 
MEDICARE/MEDICAID and QUALITY OF 
CARE 

Does the U.S. have the best health care system in the 
world? (Wenger), 94, 6:8 

What surgeons should know about...Successful par- 
ticipation in the PQRI (Burley), 94, 3:7 

What surgeons should know about...The surgical 
CAHPS® survey (Hoy), 94, 7:6 

PERIOPERATIVE NURSES 

Honor the perioperative professional on your surgical 
team, 94, 11:46 

PRACTICE MANAGEMENT (see also CURRENT 
PROCEDURAL TERMINOLOGY and REIM- 
BURSEMENT) 

In compliance: Preparing for the switch to HIPAA 
5010 and ICD-9-CM (Mariani), 94, 9:27 

In compliance...with a RAC audit (Mariani), 94, 5:36 

New College Web site centers on E-prescribing Incen- 
tive Program, 94, 4:36, 7:65 

What surgeons should know about...Selling a medical 
practice 101 (Mabry, Ollapally), 94, 9:6 

PROFESSIONAL LIABILITY 

Do health system errors cause medical malpractice 
claims? (Troxel), 94, 5:30 

The Doctors Company announces membership divi- 
dend, 94, 9:38 

Liability insurance: The newly sculpted ACS- 
sponsored program (Griffen), 94, 3:28 

Resident files and peer review privilege (Weiman, 

Mangiante), 94, 8:16 
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PROFESSIONALISM (see EDUCATION AND 
TRAINING and ETHICS) 


Q 


QUALITY OF CARE (see also HEALTH CARE 
REFORM, PATIENT EDUCATION AND PRO- 
TECTION, and PERFORMANCE MEASURE- 
MENT) 

Evidence-Based Reviews in Surgery: An update 
(McLeod), 94, 10:11 

From my perspective (Russell), 94, 7:4, 9:4 

Governors’ Committee on Physician Competency and 
Health: An update (Béchamps), 94, 9:25 

What surgeons should know about...Successful par- 
ticipation in the PQRI (Burley), 94, 3:7 


REGULATORY ISSUES (see LEGISLATIVE/ 
GOVERNMENT ISSUES) 

REIMBURSEMENT (see also CURRENT PRO- 
CEDURAL TERMINOLOGY, MEDICARE/ 
MEDICAID, and PRACTICE MANAGEMENT) 

In compliance: Preparing for the switch to HIPAA 
5010 and ICD-9-CM (Mariani), 94, 9:27 

What surgeons should know about...The 2009 Medi- 
care fee schedule (Ollapally), 94, 1:6 

What surgeons should know about...The CMS Elec- 
tronic Prescribing Incentive Program (Burley), 
94, 5:6 

What surgeons should know about...The FY 2010 
Inpatient Prospective Payment System final rule 
(Ollapally), 94, 12:6 

What surgeons should know about...The HIT incen- 
tives in the ARRA (McCanless Blankenburg), 94, 6:6 

What surgeons should know about...The NCDs for 
“never events” (Ollapally), 94, 4:6 

What surgeons should know about...Successful par- 
ticipation in the PQRI (Burley), 94, 3:7 

RESIDENTS (see AMERICAN COLLEGE OF 
SURGEONS: Resident and Associate Society 
of the American College of Surgeons (RAS- 
ACS) and EDUCATION AND TRAINING and 
YOUNG SURGEONS) 

RURAL SURGERY 

Visit the ACS Web portal’s rural surgeons community, 


94, 7:62 
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also AMERICAN COLLEGE OF SURGEONS: 
Scholarships) 

AWS announces availability of two fellowships, 94, 
4:52 

One-year surgical ethics fellowship available, 94, 3:47 

SURGICAL RESEARCH 

Careers in surgical research: Basic science, clinical 
research, health policy, and surgical innovation 
(Kaarfarani, Mery, Chokshi, Williams), 94, 6:25 

Clinical trials methods course scheduled for Novem- 
ber, 94, 9:39 

College seeks nominations for Jacobson Promising 
Investigator Award, 94, 1:60 

From my perspective (Russell), 94, 3:4 

Surgical Investigators Conference scheduled, 94, 


11:47 

TECHNOLOGY 

Alook at The Joint Commission: Preventing technology- 
related heath care errors, 94, 4:51 

TRANSPLANTATION 

Fellows encouraged to complete Johns Hopkins HCC 
survey, 94, 8:39 

Organ procurement risks raise concerns, 94, 5:47 

TRAUMA (see also AMERICAN COLLEGE OF 
SURGEONS: Trauma) 

ACS works to ensure patient access to emergency care 
(McDonald), 94, 8:10 

Amputee network provides peer support (Butcher), 
94, 9:20 

A combat surgeon remembered: MAJ John P. Pryor, 
MD, FACS (Regnier), 94, 5:8 

Equipment for ambulances (American College of 
Surgeons Committee on Trauma, American College 
of Emergency Physicians, National Association of 
EMS Physicians, Pediatric Equipment Guidelines 
Committee—Emergency Medical Services for Chil- 
dren Partnership for Children Stakeholder Group, 
American Academy of Pediatrics), 94, 7:23 

Statement on all-terrain vehicle injuries, 94, 2:37 

Statement on the rationale for emergency surgical 
call support, 94, 1:44 

Statement on the Uniform Emergency Volunteer 
Health Practitioners Act, 94, 1:48 

A surgeon in the eye of Hurricane Gustav (Doerr), 
94, 12:19 


U 


UROLOGICAL SURGERY 
The IVUMed Resident Scholar Program: Aiming to 


Subject index 


“Teach one, reach many” (deVries), 94, 2:30 


V 


VALUE-BASED PURCHASING FOR PHYSI- 
CIANS (see PERFORMANCE MEASURE- 
MENT) 

VOLUNTEERISM (see also OUTREACH) 

Fellows honored for volunteerism, 94, 9:31 

The [VUMed Resident Scholar Program: Aiming to 
“Teach one, reach many” (deVries), 94, 2:30 

Nominations sought for 2009 ACS volunteerism and 
humanitarian awards, 94, 1:61 

Statement on the Uniform Emergency Volunteer 
Health Practitioners Act, 94, 1:48 

Surgery in rural Zambia: The rewards and challenges 
of treating patients in a resource-poor setting (Chu), 


94, 1:22 
W 


WOMEN IN SURGERY 
AWS announces availability of two fellowships, 94, 4:52 
AWS issues call for AWS Foundation Visiting Professor 
Program, 94, 5:56 
Call issued for Early Career Women Faculty Mentor- 
ship Program, 94, 6:53 
Mentorship program designed to advance women in 
academic surgery (Butcher), 94, 10:6 
WORK HOUR RESTRICTIONS (see YOUNG 
SURGEONS) 
WORKFORCE ISSUES 
ACS works to ensure patient access to emergency care 
(McDonald), 94, 8:10 
HPRI data tracks: Longitudinal trends in the U.S. 
surgical workforce, 1981-2006 (Poley, Belsky, Gaul, 
Ricketts, Fraher, Sheldon), 94, 8:27 
Statement on the rationale for emergency surgical call 
support, 94, 1:44 
Surgical groups join effort to call attention to work- 
force shortage, 94, 5:43 
Surgical workforce: An emerging crisis (McDonald, 
Sutton), 94, 5:21 


YOUNG SURGEONS (see also AMERICAN COL- 
LEGE OF SURGEONS: Resident and Associate 
Society of the American College of Surgeons 
(RAS-ACS), AMERICAN COLLEGE OF SUR- 
GEONS: Young Fellows Association, EDUCA- 
TION AND TRAINING) 

Building a surgical career (Mery, Santry), 94, 6:9 
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Call issued for Early Career Women Faculty Mentor- 
ship Program, 94, 6:53 

Careers in surgical research: Basic science, clinical 
research, health policy, and surgical innovation 
(Kaarfarani, Mery, Chokshi, Williams), 94, 6:25 

Compensation, contracts, and covenants: A surgeon’s 
guide to successful job negotiation (Nair, Guitron, 
Milner), 94, 6:15 

From my perspective (Russell), 94, 6:4, 10:4 

From the Chair of the RAS-ACS: Surgery residency train- 
ing: The time for change has come (Moalem), 94, 6:12 

Is the surgical generalist falling out of favor? (Santin, 
Cutter), 94, 6:38 

Leadership conference focuses on quality, ethics, and 
future of surgery (Schneidman), 94, 6:50 

The modern surgical lifestyie (Powell, Nelson, Mas- 


sarweh, Brewster, Santry), 94, 6:31 

Position of the American College of Surgeons on 
Restrictions on Resident Work Hours (American 
College of Surgeons Division of Education), 94, 1:11 

Position statement on further work hour restrictions 
(Moalem, Brewster, James), 94, 1:19 

Red tape 101: Coding and credentialing: Getting past 
the red tape to maximize your practice (Cooke, 
Smedra, Broghammer), 94, 6:19 

Resident files and peer review privilege (Weiman, 
Mangiante), 94, 8:16 

Survey reveals that residents view DHR a hindrance 
to training, 94, 9:36 

Why resident hours must be flexible: One young sur- 
geon’s view (Moalem), 94, 10:14 
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